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CONFIDENTIAL PARIS 17126 

US OECD 

EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, GW, CZ 

SUBJECT: GERMAN COMPUTER EQUIPMENT TO CZECHOSLOVAKIA, 

IL 1565 

REF: (A) COCOM DOC (77) 714, (B) STATE 306866 (1977) 

1 . GERMAN DEL HAS RESPONDED TO QUESTION POSED REFTEL B 
STATING THAT THE DISPLAY TERMINALS WILL BE INSTALLED IN 
ROOM ADJACENT TO THE ROOM WHERE THE SIEMENS 4004/35-G2 
COMPUTER IS LOCATED. THE DISTANCE IS ABOUT TEN METERS. 

THE GERMAN AUTHORITIES CONSIDER THAT THE DISPLAY TER- 
MINALS ARE THEREFORE WITHIN THE COMPUTER OPERATING 
.AREA. CASE HAS NOW BEEN RESCHEDULED FOR US VIEWS WITH 
JUNE 12 DATE LIMITE. 

2. GERMAN DEL GAVE USDEL COPY OF FLOOR PLAN SHOWING 
LOCATION BOTH OF COMPUTER ROOM AND TERMINAL ROOM. 

FLOOR PLANS BEING POUCH WALINSKY AND JAMES. 

3. ACTION REQUESTED: FINAL POSITION OR FURTHER 
QUESTIONS ON REFCASE BY JUNE 12 DATE LIMITE. 
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